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1. The Bulgarian Government has reportedly decided to construct three dems to 
furthor its hydro-electric program. The dams will be celled Stelin, Ceorgi 
Dimitror, and Rositsa. 


2, The largest, with a capacity of 650 cubic meters of water, will be the 
Stalin, situated noer Sofia, By 1955 it is planned that this dam will 
supply water for three electric power plants as well aa irrigetion for 
57,000 hectares of land. 


30 The Georgi Dimitrov dam near Kazanluk will irrigate 50,000 hectares by 
1955. 


4,  Rositsa dam will be ready in 1952 and will irrigate 40 ,000 hectares of 
land on the plains of northera Bulraria. 
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